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25X11 MEMORANDUM FOR: eo nel 
SUBJECT t Test/Operational Site Requiresests 
(3lmmeapolia-Honcyvell Regulator aa 
25X1 


& igus ee ied aries agence 

b. Power requirenente: 
(3) 215 Volt AC, 800 cycle, single phase 850 volt amphe. 
(2) 26 Volt DC, 10 exghs. 


{3) 125 Volt AC, 60 cycle, single phase, 2,000 volt auphs. 
25xX1 


SIGNED 
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